Heathkit 


NOTES: 


1, ALL RESISTOR VALUES ARE IN OHMS 
(K= 1,000 ;M= 1,000,000) 


2. ALL CAPACITOR VALUES ARE IN 
MICROFARADS (pt) 


LEGEND: 
1. CHASSIS GROUND 


2.C> DG VOLTAGE TAKEN 3. REPLACE SHADED PARTS 
FROM THE POINT INDICATED ONLY WITH HEATH COMPANY 
TO CHASSIS GROUND UNDER PARTS OR PARTS OF THE 
NO LOAD CONDITIONS SAME TYPE AND RATING. 


SCHEMATIC DIAGRAM 
of the 
Model PSA-9 
ACCESSORY POWER SUPPLY 


